kl 


ig 
ಕರ್ನಾಟಕ ವಿಧಾನ ಪರಿಷತ್ತು 


88 


I 
| ಉತರಿಸುವವರು 


1] ಕಂದಾಯಿ`ಮುತ್ತು ಹಶಲ್ಲಾಭಿವ್ಯರ 


11.07.2018 


4 
| ) ಮು ಜೀವನೋಪಾಯ ಸಚಿವರು 
ಕಾ TU ES i § 
ಖಿ pe 
ಸಂಖ್ಯೆ ಪಶ್ಯ ಸುತ್ತಳ 
ಈತರ ರ್ನಾದ್‌ ಯೋಜನೆಯ ನಾಥಾ SF § i 
ವಿಲ್ಲ. 


ಕೇಂದ್ರ ಸರ್ಕಾರದ ಸ್ಕಿಲ್‌ ಇಂಡಿಯ 
ಯೋಜನೆಯ ಒಂದು ಭಾಗವೇ; 


ಕೌಶಲ್ಯ ಕರ್ನಾಟಕ ಯೋಜನೆಯ 


ಕಾರ್ಯಕ್ರಮಗಳೇನು; 
ಕೌಶಲ್ಯ ಕರ್ನಾಟಕ ಯೋಜನೆಗೆ 
ಕಾಯ್ದಿರಿಸಿದ ಅನುದಾನವೆಷ್ಟು 


ಇದರಲ್ಲಿ ಕೇಂದ್ರ ಮತ್ತು ರಾಜ್ಯದ 


5 
ವ 


2017-18 ಸೇ ಸಾಲಿನಲ್ಲಿ ಎಲ್ಲಾ ಕೌಶಲ್ಯ ತರಬೇತಿ ಕಾರ್ಯಕ್ರಮಗಳನ್ನು 
ಒಂದೆಡೆ ತಂದು 5 ಲಕ್ಷಗಳ ಗುರಿಯೊಂದಿಗೆ ಮುಖ್ಯ ಮಂತ್ರಿಗಳ ಕೌಶಲ್ಯ 
ಕರ್ನಾಟಕ ಯೋಜನೆಯನ್ನು ಎರಡು ವಾಹಿನಿಗಳಲ್ಲಿ ಪ್ರಾರಂಭಿಸಲಾಯಿತು. 


ವಾಹಿನಿ 1- 2.50 ಲಕ್ಷ ತರಬೇತಿ ನೀಡುವ ಗುರಿ. ಕೌಶಲ್ಯಾಭಿವೃದ್ಧಿ 
ಉದ್ಯಮಶೀಲತೆ ಮತ್ತು ಜೀವನೋಪಾಯ ಇಲಾಖೆಯ ಅನದಾನದಿಂದ ಈ 
ಕೆಳಗಿನ ಇಲಾಖೆಗಳ/ಸಂಸ್ಥೆಗಳ ಮೂಲಕ ನೇರವಾಗಿ ತರಬೇತಿಯನ್ನು 


ಕೈಗೊಳ್ಳುವುದು. (ರೂ. ಕೋಟಿಗಳಲ್ಲಿ) | 
[~~ ಆಯವೈೆಯೆ § 
3ನ | ಯೋಜನೆಃ ಸಂಸ್ಥ - 
ಸಂಖ: €ಜನೆ/ ಸಂಸ್ಥೆ ರಾಜ್ಯದ | ಕೇಂದ್ರದ ಒಟ್ಟು 
[) ಪಾಲು ಪಾಲು IW 
ಕರ್ನಾಟಕ್‌ ಶಲ 
p 7.00 - 117.0 
1 ಅಭಿವೃದ್ಧಿ ನಿಗಮ 117.0 0 
2 ಡಿಡಿಯು-ಜಿಕೆವೈ 4.00 6.00 10.00 
3 ಆರ್‌ಜಿಸಿವೈ 20.00 — 20.00 | 
4 ಪಿ.ಎಂ.ೆ.ವಿ.ವೈ. - 52.48 5238 
ಕೌಶಲ್ಯ ತರಬೇತಿ ಮೂಲಕ 
5 ಉದ್ಯೋಗ ಮತ್ತು ಸ್ಥಳ 16.84 11.23 28.07 
ನಿಯುಕ್ತಿ- ಡೇ-ನಲ್ಮ್‌ 
6 ಕರಲ್ಯ ಮೆಷನ್‌ 200.00 — 200.00 
_ ಒಟ್ಟು 357.84 | 69,71 | 427.55 


ವಾಹಿನಿ 2- 2.5 ಲಕ್ಷ ತರಬೇತಿ ನೀಡುವ ಗುರಿಯೊಂದಿಗೆ ಇತರೆ ಇಲಾಖೆಗೆ ! 
ಒದಗಿಸಲಾದ" ಅನುದಾನದಿಂದ" ತರಬೇತಿಯನ್ನು; ಕೈಗೊಳ್ಳುವುದು. 
(ರೂ, ಕೋಟಿಗಳಲ್ಲಿ) 


ನಮ್ಮ ಇಲಾಖೆ/ ಆಯವ್ಯಯ ಸ 
pn) p ್ಥ 
ಟ್ಸು 
ಸಂಖ್ಯೆ: ನಿಗಮ ರಾಜ್ಯದ ಫರಷ್ರದ ಒಟ್ಟು 
ಪಾಲು ಹಾಲು 
10.80 


Li 


ಅಲ್ಲಸಂಖ್ಯಾತೆರ ೨0.00 
4 ಕಲ್ಯಾಣ ' 
5 ಕನ್‌ ಗಸ ಸ್‌ 
ETN IN pL IK 
6 ಗು 26.04 § 
ರ್‌ ಮಾಿಫಯರ ಹಸ ROE CESS 
7 | ಮತ್ತು ಮಕ್ಕಳ 4.16 - 416 
ಧು K 
[3 ಪ್ರವಾಸೋದ್ಯಮ 4.97 ್ಥ | ಸ 
ಒಟ್ಟು 175.87 175.87 
1. ll 


ಈ ನ ಹ ಮುಖ್ಯ ಮಂತ್ರಿಗಳ ಕೌಶಲ್ಯ ಕರ್ನಾಟಕ ಯೋಜನೆಯಡಿಯಲ್ಲಿ ತರಬೇತಿಗಾಗಿ 
€೨ ೪ ಉ €7ಕಿ, K 

ಇಲಿಯವರೆಗೆ ಸದೆ § Kaushalkar.com web porta! ಸಲ್ಲಿ ದಿನಾಂಕ: 05.07.2018ರವರೆಗೆ 
ಮಾಡಿಕೊಂಡ ಅಭ್ಯರ್ಥಿಗಳ ಸಂಖ್ಯೆ 8.46 ಲಕ್ಷ ಅಭ್ಯರ್ಥಿಗಳು ನೋಂದಣಿ ಮಾಡಿಸಿಕೊಂಡಿರುತ್ತಾರೆ 
ಎಷ್ಟು; 

ನ ಯಾವ ಹಾವ ತರಚಾತಿ' ಮತ್ತು 
ಉದ್ಯೋಗಗಳನ್ನು 
ನೀಡಲಾಗುವುದು. ರಾಜ್ಯದ ಎಲ್ಲೆಲ್ಲಿ 
ತರಬೇತಿ ಅಯೋಜಿಸಲಾಗುವುದು 

¢ 0 ಸ ಮತ್ತು 1ಡಿ ರಲ್ಲಿ ಲಗತ್ತಿಸಲಾಗಿದೆ. 
; ತರಬೇತಿ ಮತ್ತು ಉದ್ಯೋಗ ವಿವರಗಳನ್ನು ಅನುಬಂಧ-011ಎ,!ಬಿ.1ಸ ಲ್ಲಿ ಲಗತ್ತಿಸಲ 
ನೀಡಲು ಯಾವ ಯಾವ 
ಸರ್ಕಾರೇತರ ಸಂಸ್ಥೆಗಳೊಂದಿಗೆ 
ಒಪ್ಪಂದ ಮಾಡಿಕೊಳ್ಳಲಾಗಿದೆ; 
ಶ್‌ p ೯ 

ಈ) ಶರಟು - ಯಾವಾಗ ಅಧಿಕಾರಯುಕ್ತ ಸಮಿತಿಯಿಂದ ಅನುಮೋದನೆಗೊಂಡಿರುವ ಕೌಶಲ್ಯ 
ಪ್ರಾರಂಭಿಸಲಾಗುವುದು ತರಬೇತಿಗಳನ್ನು ಮಾರ್ಜ್‌ 2018 ರಿಂದ ಪ್ರಾರಂಭಿಸಲಾಗಿದೆ. ವಾಹಿನಿ-1 ರಡಿ 
WE _ Kd 87,737 ಅಭ್ಯರ್ಥಿಗಳಿಗೆ ತರಬೇತಿಯನ್ನು ಪೂರ್ಣಗೊಳಿಸಲಾಗಿದ್ದು 56.160 
ನ ರಿಪ ಅಭ್ಯರ್ಥಿಗಳಿಗೆ ಉದ್ಯೋಗ ನಿಯುಕ್ತಿಗೊಳಿಸಲಾಗಿದೆ. ವಾಹಿನಿ-2 ರಡಿ 63.198 
ತರಬೇತಿ ಅಯ್ಕೆಯಾಗುವ ಅಭ್ಯರ್ಥಿಗಳಿಗೆ ತರಬೇತಿಯನ್ನು. ಪೂರ್ಣಗೊಳಿಸಲಾಗಿದ್ದು 20.760 
ಅರ್ಥಿಗಳ ಯಾವ ಅಭ್ಯರ್ಥಿಗಳಿಗೆ ಉದ್ಯೋಗ ನಿಯುಕ್ತಿಗೊಳಿಸ ಲಾಗಿದೆ. ಇನ್ನುಳಿದ ಅಭ್ಯರ್ಥಿಗಳ 
ಸೌಲಭ್ಯಗಳನ್ನು ತರಬೇತಿಯು ಪ್ರಗತಿಯಲ್ಲಿದೆ. ತರಬೇತಿಯನ್ನು ಉಚಿತವಾಗಿ 
ಒದಗಿಸಲಾಗುವುದು: SA 

ಸಂಖ್ಯೆ: ಕೌಉಜೇಳ 31-ಕೌಗುಪ್ರ 2018-- ¥ 

fod ¥ we 
(ಆರ್‌.ವಿ.ದೇಶಪಾಂಡೆ) 


ಕಂದಾಯ ಮತ್ತು ಕೌಶಲ್ಯಾಭಿವೃದ್ಧಿ, ಉದ್ಯಮಶೀಲತೆ 
ಮತ್ತು ಜೀವನೋಪಾಯ ಇಲಾಖೆಯ ಸಚಿವರು 


ಅನುಬಂಧ -01 


ಅ) 


€ ಎನ್‌.ಎಸ್‌.ಡಿ.ಸಿ/ಎಂ.ಎಸ್‌.ಡಿ.ಇ ವತಿಯಿಂದ ಅನುಮೋದಿಸಿದ 
400 ಜಾಬ್‌ ರೋಲ್‌ಗಳು ಹಾಗೂ ರಾಜ್ಯ ಸರ್ಕಾರದ 
ವಿವಿಧ ಕೌಶಲ್ಯ ತರಬೇತಿ ಸಂಸ್ಥೆಗಳ 331 ಜಾಬ್‌ 
ರೋಲ್‌ಗಳು ಸೇರಿ ಒಟ್ಟು 731] ಜಾಬ್‌ ರೋಲ್‌ಗಳ 
ಅಡಿಯಲ್ಲಿ ತರಬೇತಿ ನೀಡಿ ಉದ್ಯೋಗವನ್ನು ಪಡೆದು 
ಕೊಳ್ಳಲು ಅವಕಾಶಮಾಡಿಕೊಡಲಾಗುವುದು. ವಿವರಗಳನ್ನು 
“ಅನುಬಂಧ-1ಎ” ರಲ್ಲಿ ಲಗತ್ತಿಸಿದೆ. i 

* ಪ್ರಸಕ್ತ ಸಾಲಿನಲ್ಲಿ ಈ ಕೆಳಕಂಡ ಸಂಸ್ಥೆಗಳ ಮೂಲಕ ತರಬೇತಿ 
ಕಾರ್ಯಕ್ರಮವನ್ನು ಕೈಗೊಳ್ಳಲಾಗುವುದು. 
1.ಗೋಪಾಲನ್‌ ಸ್ಕಿಲ್‌ ಅಕಾಡೆಮಿ,2. ಒರಿಯನ್‌ 3.ನಡ್ಹ್‌ 
4.ಬಿಜಿಎಸ್‌ 5.ಇಂಡಸ್‌ ವೆಲ್ಡ್‌ ಟೆಕ್‌.6.ಬಾಮಜಿ 
,7.ಜೆಎಸ್‌ಎಸ್‌ ಇನ್ಸ್‌ ಟ್ಯೂಟ್‌ ಆಪ್‌ ಸ್ಕಿಲ್‌ & ಎಕ್ಷಲೆನ್ಸ್‌ 
8.ಅನನ್ಯ ಗ್ರಾಮಿಣ ಮತ್ತು ಗ್ರಾಮೀಣ ಅಭಿವೃದ್ಧಿ ಸಂಸ್ಥೆ೨. 
ಮ್ಯಾಂಡ್‌ಮಸ್‌, 10. ಇಂಡಸ್‌ ಟ್ರಿ ಕ್ರಾಪ್ಪ್‌ 
ಫೌಂಡೆಷನ್‌.11.ಎಸಿಸಿಪಿಎಲ್‌,12.ಎಆರ್‌ಟಿಜೆಎಸ್‌,13.ಟಾಲೆಂಟ್‌ 
ರಿಸರ್ಜ ಫೌಂಡೇಶನ್‌ 


'* ಸರ್ಕಾರದಿಂದ ಅನುಮೋದನೆಗೊಂಡಿರುವ ಸರ್ಕಾರಿ ಹಾಗೂ 
ವಿವಿಧ ಸರ್ಕಾರೇತರ ಕೌಶಲ್ಯ ತರಬೇತಿ ಸಂಸ್ಥೆಗಳಿಂದ 
ರಾಜ್ಯಾಂದ್ಯಂತ ಕೌಶಲ್ಯ ತರಬೇತಿಯನ್ನು ನಡೆಸಲಾಗುವುದು. 


ವಿವರಗಳನ್ನು “ಅನುಬಂಧ-1ಎ” ರಲ್ಲಿ ಲಗತ್ತಿಸಿದೆ. 


ಆ) 


ಜಿಟಿಟಿಸಿ 


ತರಬೇತಿಗಳ ವಿವರ ಮತ್ತು ತರಬೇತಿ ಕೇಂದ್ರಗಳ: ವಿವರಗಳನ್ನು 
“ಅನುಬಂಧ-1ಬಿ” ರಲ್ಲಿ ಅಡಕಗೊಳಿಸಲಾಗಿದೆ 


ಇ) 


ಸಂಜೀವಿನಿ 
ಕೆ.ಎಸ್‌.ಆರ್‌.ಎಲ್‌.ಪಿ.ಎಸ್‌ 


ತರಬೇತಿ ಮೆತ್ತು `ಉಡ್ಕೋಗ ಹಾಗೂ ತರಬೇತಿ ಸಂಸ್ಥೆಗಳ 
ವಿವರಗಳನ್ನು “ಅನುಬಂಧ-1ಸ” ರಲ್ಲಿ ಲಗತ್ತಿಸಿದೆ. 


ಈ) 


ಡೇ-ನಲ್ಮ್‌ ಯೋಜನೆ 


[2ೇ0ದ ಸರ್ಕಾರದವರು 302 ವಿವಿಧ ತರಬೇತಿ ವಿಷಯಗಳನ್ನು 


ತಿಳಿಸಿದ್ದು, ಅದರಂತೆ ತರಬೇತಿ ಕಾರ್ಯಕ್ರಮಗಳನ್ನು ರಾಜ್ಯದ ನಗರ 
ಸ್ಥಳೀಯ ಸಂಸ್ಥೆಗಳ ಮಟ್ಟದಲ್ಲಿ ಆಯೋಜಿಸಲಾಗುವುದು. 


| ವಿವರಗಳನ್ನು “ಅನುಬಂಧ-1ಡಿ” ರಲ್ಲಿ ಅಡಕಗೊಳಿಸಲಾಗಿದೆ 


* 2015-16ನೇ ಸಾಲಿನಲ್ಲಿ ಸರ್ಕಾರೇತರ ಸಂಸ್ಥೆಗಳಾದ, 

1)ಮೇಸ್ಕಾನ್‌ ಐ.ಟಿ ಸೊಲ್ಕೂಷನ್ಸ್‌ ಪೈ. ಲಿ.2)ಮೇ॥ರೂಮನ್‌ 
ಟೆಕ್ಕಾಲಜೀಸ್‌ ಪ್ರೈ. ಲಿ3)ಮೇ॥ವಿಶ್ವಗಂಗಾ ಎಜುಕೇಷನಲ್‌ ೩ 
ರೂರಲ್‌ ಡೆವೆಲಪ್‌ಮೆಂಟ್‌ ಟ್ರಸ್ಟ್‌ 4)ವುಮೆನ್‌ ಲಿಬರೇಷನ್‌. & 
ರಿಹ್ಯಾಬುಲಿಟೇಷನ್‌ ಸೊಸೈೆಟಿ.5)ಲಾರಸ್‌ ಎಜುಟೆಕ್‌ ಪ್ರೈ. ಲ್ಲಿ 
ಹಾಗೂ 

6)ಪ್ರೀ ಅಮರೇಶ್ವರ ಗ್ರಾಮೀಣಾಭಿವೃದ್ಧಿ ಸಂ 
ಮುಖಾಂತರ ಒಪ್ಪಂದ ಮಾಡಿಕೊಂಡು 
ಆಯೋಜಿಸಲು ಕ್ರಮ ವಹಿಸಲಾಗಿರುತ್ತದೆ. 


ರವರುಗಳ 
ರಬೇತಿಗಳನ್ನು 


ಸ್ಟೆ 
[o) 
ತ 


© 2016-17ನೇ ಸಾಲಿನಲ್ಲಿ ಯಾವುದೇ ಸರ್ಕಾರೇತರ 


ಸಂಸ್ಥೆಗಳೊಂದಿಗೆ ಒಪ್ಪಂದ ಮಾಡಿಕೊಂಡಿರುವುದಿಲ್ಲ. 


೪ 2017-18ನೇ ಸಾಲಿನಲ್ಲಿ ಮೇಣಸ್ಥಂದನ ಗ್ರಾಸ್‌ರೂಟ್‌ ಲೆವೆಲ್‌ 
ಸಪೋರ್ಟ್‌ ಆರ್ಗನೇಜೇಷನ್‌ ಸಂಸ್ಥೆರವರಿಗೆ ತರಬೇತಿಗಳನ್ನು 
ಆಯೋಜಿಸಲು ಕಾರ್ಯಾದೇಶ ನೀಡಲಾಗಿರುತ್ತದೆ. 

2018-19ನೇ ಸಾಲಿಗೆ ಸಂಬಂಧಿಸಿದಂತೆ, ತರಬೇತಿ 
ಕಾರ್ಯಕ್ರಮಗಳನ್ನು ಸರ್ಕಾರೇತರ ಸಂಸ್ಥೆಗಳ ಮೂಲಕ 
ಆಯೋಜಿಸಲು ಟೆಂಡರ್‌ ಆಹ್ನಾನಿಸಲಾಗಿದ್ದು, ಪಕ್ರಿಯೆಯ 
ಹಂತದಲ್ಲಿರುತ್ತದೆ. 


Annexure-01 


Skill Mission 


Skill Training and job opportunity will be provided 
in 400 job roles approved by NSDC MSDE and 
331job roles approved by various Govt Department 
skill training institutes. The total job roles is 731. 
Training will be provided across the state through the 
skill Training Institutes of the Govt. agencies and 
various Non-Govt. agencies approved by the 
Empowered Committee. 

Details enclosed in Annexure-“1A”. 
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GTTC 


List of courses and training centres details are 
enclosed in Annexure-“1B”, 

GTTC is in the process of entering MoU with private 
industries for employment purpose. 


3) 


Sanjeevini-KSRPLS 


Details are available in “Annexure -1C”. 


4) 


DAYNULM 


Government of India has finalized 302 various skill 
trainings under the DAY-NULM scheme. Training is 
imparting at Urban Local Body. (Enclosed in 
Annexure “1D”) 


se During 2015-16 the following private STPs were 
engaged for imparting the Skill Training. 
1) Ms. SAN IT Solutions Pvt. Ltd., 
2) M/s. Rooman Technologies Pvt. Ltd., 
3) Mis. Vishwaganga Education & Rural 
Development Society. 
4) Mis. Women Liberation and Rehabilitation 
Society. 
5) Sri Amreshwara Rural Development Society. 
6) Mis. Laurus Edutach Pvt. Ltd., 

e During 2016-17 not engaged any Private Skill 
Training Providers. 

e During 2017-18 work order is issued to Mss. 
Spandana Grass root level support organization for 
imparting Skill Training. 


During 2018-19 Tender is invited for engaging the 
private skill training providers it is under process. 


ಅಿನುಬಂಜ್ಸ- 1 
SI No [Job Role 


Training Job Roles —] 
| 1 [Gardner H 


2 [Micro krrigation Technician 


| 3 Green House Operator 
Handmade Gold & Gems set jewellery - Polisher & Cleaner 


Handmade Gold & Gems set jewellery — Polisher & setter 
| 6 | Cast & Diamond - Set Jewellery ~ Wax Setter 
Cast & Diamond - Set Jewellery - Hand Sketch designer (Basic) 


Cast & Diamond - Set Jewellery “Merchandiser Design 


Cast & Diamond - Set Jewellery - Metal Setter Basic 
3 


[a 


wily] yin]nlnNlNlSl Sly] lm elmlm 
I IR ml&lw|N]PlSlolm |S] 


Hj 


Diamond Processing Bottom Polisher 
Gemstone Processing 


Solar PV Installer ( Electrical) 
Solar PV Installer { Civil) 
Waste water treatment plan technician - Helper 
6 
Hammering Artisan 

0 
31 


Bamboo Utility Handicraft assembler 
E 


mergency 


31 | 
Vision Technician 
Home Health Aide 
| 40 [pharmacyAsistane oo | 
| 43 [Backhoe Loaderopertor | 


Junior Excavator Operator 
Wheel loader operator 
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Training Job Roles 
Si No [Job Role 4 fh 
48 {Concrete pump operator ’ | 


| 49 |Hydra crane operator 
0 {Tyre mounted crane-operator 
1 Crawler crane operator 
2 


5 
5 
5 [lunior crane operator 


|Crusher Operator 
Junior Crusher Operator 
Hot mix plant Operator 


Junior Transit Mixer Operator 
61 {Paver Operator 


Compressor operator 

Grader operator 

Utitity hand - Plant operation 
anual packaging & Marking Operation 
OT/ Overhead crane operator 

itter- Levelling Alignment Balancing 
earing Maintenance 
igging of heavy material 

Iron & Steel — Machinist 

Plasma Cutter 

Gas tungsten arc welding 


w 
iw 


Fitter - Electrical assembly 
Fitter - Electronic assembly 


5 


Management Trainee Marketing 
Product Design Engineer - Mechanica 
94 [Research Associate 

95 [Drum Operator 


| 96 | Splitting & Sammying operator 
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Training Job Roles 


SI No jJob Role 

[ 97 |Shaving operator 

98 Post training machine operator 
99 Buffing Operator 

Finishing operator 

Finishing operator helper 

102 |Wet operation - Helper 

103 [Dry operation — Helper 


104 |Cutter (footwear) 
105 


Helper Upper making 

Cutter (Goods & Garments) 
108 [Stitcher (Goods & Garments) 

Helper Parts making 

110 
11 
12 
114 


NS SS 


[oe 


[EY 
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15 
116 


19 {Transport coordinator 
20 Transport consolidator 
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onsignment booking assistant 


C 

24 |Warchousepicke | 
25 JWarehousebinnr | 
26 Jinventorycek “| 
30 |Goods packaging machine operator “| 
31 Warehousepaker “| 
132 [Kiting &lblin | 
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33 [Data feeder warehouse 
134 
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Warehouse quality checker 
Loading supervisor 


[ER 
ke] 


3 

13 
38 

Courier pick up executive . 

Mail handler I 


142 
143 


~~ 


Material Handling equipment maintenance technician 


g 
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Shipment bagging assistant 
Lead courier 


Clearance support agent 
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Training Job Roles 


SI No {Job Role 

| 146 [Shipment query handler | 
| 147 Delivery management cell agent 

148 (Courier branch sales executive 

149 [Courier institutional sales executive 
150 jKey consigner executive 

151 Courier claims processor 

152 Forklift operator 

153 [Modeller 

154 [Character designer 

155 i 

156 
157 Makeup artist 
158 JHairdresser 
159 jSound editor 
160 
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162 
63 


Bulldozer operator 
Loader operator 
Mechanic /Fitter 
Mine electrician 
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66 |Mine welder 
167. |Mining short firer/blaster 

HEMM Mechanic 
afety operator 
echnical sales representative 
roduction QC in-charge 
ispersion operator 
ixing operator 
inting operator 
ir classification mill operator 

xtruder operator 

umbling operator 
QC Chemist (RM&FG) 
79 [Filling & packing operator 
80 [Shop tinting assistant 
81 [Powder coater 
82 |General industrial (liquid) painter 
183 [Protective & Marine painter 

84 [Sales associate 
185 Housekeeping assistant 
86 {Food & beverage service steward domestic data 
87 [Domestic data entry operator 
88 |CRM Domestic non-voice 
89 [Plumber - General 
190 [Plumbing product sales officer 

91 [Plumbing after sales service 
Technical Helper (Distribution) 
193 [Distribution lineman 
194 [Senior lineman - distribution 
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Training Job Roles 


SI No |Job Role 

195 Consumer energy meter technician 

196 Assistant electricity meter reader billing cash collector 
Attendant sub-station (power distribution) 

Technician (Distribution Transformer repair) 

Assistant technician street lighting solutions {installation & 
maintenance) 

. [Retail trainee associate 


Retail sales associate 

Distribution salesman 

Mill operator 

Material handling, & storage operator 


203 
204 
205 
206 
207 
208 


Internal mixing operator 


Compression moulding operator 
Injection moulding operator 
Autoclave operator 

Pneumatic Tyre moulding operator 


2 
223 

24 

26 

2 
228 
229 
Customer care executive (Relationship Centre} 
231 Field sales executive 


232 [Sales executive (broadband) 
233 Distributor sales executive " 


235 [Handset repair engineer 


M 


| 
N/m 


My 
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Telecom Terminal equipment application developer (Android 
2236 application} 


Tower technician 


Optical fibre technician 
Commercial Manager (Zonal/Regional) 


240 |ct/Brand M 
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Training Job Roles 


SI No \Job Role 

241 |A parts Manager | 
242 |E Office Executive | 
243 {Sales consultant {Pre-owned Vehicles) | 


245 consultant (R 
ive Sales Lea 
247 |DL supervisor 
dy Technician 
249 |Painter Auto 


250 [Painter Auto 

| 251 [Automotive Engine Repair 
252 {Technician Level 4 

dy technician 


M 


M|M 
Mu 


54 
5 


rake special 

clutch specialist 

AC specialist 

57 |Spare parts Operations Executive Level 5 

58 [Officer (Auto Co) 

59 |s Representative 

60 [Officer (Auto in 

61 | Casting Technician 

262 JAssistant /casting 

CNC operator/ Machining Technician L3 

Machining Assistant 

Maintenance Technician - Electrical 13 
66 |Maintenance Technician - Mechanical -L3 

267 |Maintenance assistance 

Vehicle test driver 

Driving assistant 

270 Operator 

Banksman 

Roof bolter 

Sampler 

Qucy check 

Assistant Mine Sur 

Timberman 
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77 [Engine operator 
278 |L/LHD operator 
7. Machine 
80 [Mining Mate 
81 | k Layer Operator - 
82 |mbo operator 
283 
284 
285 
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Processing operator 
monitoring operator 
Automation Supervisor 
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Training Job Roles 


st No Hob Role 

290 [kitchen help 

[291 [Pipefiter ship building 

| 292 Engineer inst comm (Fire Fighting and Safety System) 


293 [Job Role 
Combing preparatory operator 
295 {Combing operator 
Drawframe operator . 
Speed Frame operator- Tenter & Doffer - 


Ring Frame Doffer 
Open-End Spinning Tenter 
300 JAutoconer Tenter 
Cone winding operator- Manual & Assembly Winding 
302 {TFO tenter 
03 |Fitter- Spinning Preparatory 
Fitter - Ring Spinning 
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Fiter- Post Spinning 
Packing Checker 
307 |Wraper- Direct Wrapping Machine 
Size Mixer 

309 [Sizing Machine Operator 
Automatic shuttle loom operator 
Shuttleless loom Weaver- projectile 
huttlesess loom weaver- Rapier 
huttlesess loom weaver- Airjet 
notting Machine operator 
rin winding Machine operator 

6 |Shuttlesess loom weaver- Waterjet 
317 |Power Loom Operator 

18 [Fabric Checker 
19 [Fabric Mender 

320 Fitter - Weaving Preparatory 
Fitter- Autoloom Weaving Machine Rapier 
Fitter - Shuttleless Weaving Machine Rapier 
Fitter - Shuttleless Weaving Machine Projectile 
Fitter - Shuttleless Weaving Machine Air- Jet 
iler- Weaving Machine 
huttle less loom Fitter - Water jet 
eam Carrier - loader 
nitting Machine Operator- Wrap knitting Circular knitting 
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Knitting Machine Operator- Wrap knitting - flat Bed Knitting 
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Knitting Machine Operator- Wrap knitting - Warp knitting 
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nitting Machine Fitter 

ingeing & Desizing machine operator 
ontinuous Range Operator 

Jigger Machine Operator 

Soft Flow Dyeing Machine Operator 


Ww 
Ww 
NN 
[7 


333 


[ 

Ww 

FS 
[Q] 


335 


Page 7of9 


Training Job Roles 


SI No lob Role 
336 [Package Dyeing Machine Operator 
337 [Printing Machine operator 


338 [Dyestuff & Chemical preparation operator 


339 [Screen preparatory operator 
340 Washing Range operator 
341 [Drying Range Machine Operator 
342. |[Stenter machine operator 
343 [Calendaring Machine operator 
344 Finishing Machine operator (Zero- Zero/Compacting} 
345 [Balloon Squeezer Machine operator 
346 [Relax Dryer operator 
347 [Compactor operator 
olding Machine Operator 
itter- Processing 
Hank dyer 
Cone winder cum pirn winder 
352 [warper 
Two Shaft Handloom weaver 
acquard weaver- Handloom 
ard puncher {Automatic Machine} 
extile Designer - Handlioom Jacquard 
acquard Harness Builder 
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andioom Entrepreneur 
&B Service steward 
ront Office Associate 
ell Captain 
Il Boy 
ty Manager 
uest Relations Manager 
365 [Front Office Executive 
ousekeeping supervisor 
com Attendant (Manual cleaning) 
aundry Machine Operator 
69 {Housekeeping Executive 
70 Bartender 
371 [Outlet Manager 
372 [Captain 
373 [Kitchen Steward 

74 {Sous Chef 
Cheff-de-partie 
Commi 1 
Commis 
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7 
7 
379 
380 
Order taker- Home delivery 
Home delivery boy 


383 [Counter Sales Executive 
384 [Tandoor cook 
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Rae Training Job Roles 
st No [Job Role 

385 ‘{Multi Cuisine Cook 

386 |Tour vehicle driver 

| 387 |\Meet & Greet Officer 

388 


AS 


Travel Insurance Executive 
Ticketing consultant 

Visa Assistance Consultant 
Tour Escort 


Travel Consultant 
Procurement executive (FM} 
Surface polisher 

Cleaner — Carpet and Chair 


395 


397 


Facility management executive 
Water Tank Cleaner 
398 [Street food vendor 


| 399 [sales Manager 
| 400 |} Zonal Sales Manager 


Page 9 of 9 


ps p ೫ ' ko pS 
ನಂಬಿ 1೨ 


(ee Government Tool Room & Training Centre, Bengaluru 
He LIST-OF SHORT-TERM TRAINING PROGRAMS UNDER CMKKY SCHEME:2017-18 
ಅನುಬಂಥ-1 83 
SI No |Courses’ Duration Qualification 
4 |TOOLROOM MACHINIST 12 Months SSLC FailPass 
{1728 Hours} 
2 POST DIPLOMA IN TOOL DESIGN 12 Months(1728 Hours) [Diploma 
CONVENTIONAL AND CNC MACHINE SSLC/PUC/IT Diploma 
3 MAINTENANCE 12 Months(1728 Hours) \rjjpass -] 
‘|IDESIGN OF PRESS TOOLS AND JIGS & R p 
4 FIXTURES 6 Months (576 Hours) Diploma/BE Fail/lPass 
5 DESIGN OF MOULDS & DIE CASTING {6 Months (876 Hours) Diploma/BE Fail/Pass 
[) CNC TECHNOLOGIST & Months (576 Hours) SSLC Fail/Pass 


7 [CNC MACHINES MAINTENANCE 6 Months(576 Hours)  [SSLC/PUCAITI Diploma 
Fail/Pass 
8 [CNC MILLING MACHINE OPERATOR 16 Months{576 Hours) He ಸ IWDiploms 
9 ICNC TURNING MACHINE OPERATOR |6 Months(576 Hours) ನ IT Diploma 
CNC WEDM MACHINE & EDM SSLCIPUCHTI Diploma 
. 10 MACHINE OPERATOR 6 Months(576 Hours) FailPass 
ADVANCE COURSE IN CNG SSLCIPUCATH Diploma 
11 MACHINING & OPERATIONS 6 Months (576 Hours) [reiPass 
12 |MASTER IN CAD-CAM/CNC 6 Months{576 Hours} Diploma/BE Fail/Pass 


13 ADVANCE MACHINIST 6 Months(576 Hours) {TUDiploma/BE Fail/Pass 


SSLC Fail/Pass 


3 Months (288 Hours) 


MILLER 3 Months (288 Hours) SSLC Fail/Pass 


GRINDER 3 Months (288 Hours) SSLC Fail/Pass 


FITTER ” 3 Months (288 Hours} SSLC Fail/Pass 


WwW CAD-CAM 3 Months (288 Hours) 
K CNC PROGRAMMING & JOB SETTING |3 Months (288 Hours) {Ti/Diptoma/BE Fail/Pass 
PUCATI Diploma/BE 
Fail/Pass 


IT/Diploma /BE Fail/Pass 


ITUDiploma/BE Fail/Pass 


20 ADVANCE METROLOGY 3 Months (288 Hours) 


21 AUTOCAD 1 Month(100 Hours) 


22 |PROE 1 Month(100 Hours) Diploma! BE Fail/Pass 


23 |MASTER-CAM 1 Month{100 Hours} ITlDiplomal/ BE Fail/lPass 


MACHINE{(CMM) OPERATIONS 


SI No |Courses [Duration Qualification 
24 {UNI- GRAPHICS / Month(100 Hours) Diploma/ BE Fail/Pass 
25 SoLiD WORKS |; Month(100 Hours) MliDiptoma/ BE Fail/ Pass 
28 CNC MACHINES PROGRAM 4 Month(100 Hours} ITiDiplomal BE Fail/lPass 
27 COORDINATE MEASURING 1 Month(100 Hours} ITDiploma/ BE Fail/Pass 


METROLOGYE MEASUREMENTS 


1 Month{(100 Hours) 


iTiiDiploma/ BE Fail/Pass 


CATIA 


1 Month{(100 Hours) 


Diploma/ BE Fail/Pass 
ಗ 


HYDRAULICS & PNEUMATICS AND 
ROBOT PROGRAMMING & OPERATION }1 Month(100 Hours) 


[INDUSTRIAL AUTOMATION] 


IFDiploma/ BE Fail/Pass 


PROGAMMING LOGICAL CONTROL 
(PLC) 


1 Month{100 Hours) 


EMBEDDED SYSTEMS 


COMPUTER HARDWARE & 
NETWORKING 


1 Month{(100 Hours) 


1 Month{(100 Hours) 


TUDiploma/ BE Fail/Pass 


IMUDiplomal/ BE Fail/Pass 


SSLC Fail/Pass 


1 Month(100 Hours) 


SSLC Fail/Pass 


OFFICE AUTOMATION /DATA ENTRY 


| 35 [EEE 1 Month(100 Hours) SSLC Fail/Pass 
36 PRESS MACHINE OPERATOR 1 Month(100 Hours) SSLC Fail/Pass 
37 {MOULDING MACHINE OPERATOR 4 Month(100 Hours) SSLC Fail/Pass 


Centre 


CONTACT NUMBER 


Bengaluru 


Diploma : 9141629685 


ADDRESS & Email id 
Rajajinagar Industrial Estate, Bengaluru - 560 010. 
gticttgbangalore@umail.corn___gttc.didm@kamataka.gov.in 


Diploma. 9141 630: 315 
STC :91416295940, 821-2581578 


“| No. 


gol Indi Area, OF KAS Road, Mystiu — 870 016 | 
iru@gmail.cony 


Belagavi 


9141630309 
0831-2442407 


Qiic.n 
Udyambag, Belagavi — 


590 008. 
gttc_bam@yahoo.com 
lic.belgaum@karn: 


Dharwad 


Hubli 


Diploma: 9141630324, 9035589999 
0836-2333158 


SDC 9035630312 


08386-233159 


Plot No.38 to 45, Rayapur KIADB industnal Area, Dharwad - 580 009. 
gkchybli@gmall.com 


Shed No.B-4672B-474, Goku! industrial Estate, Gokul Road, Hubh-580 030. 


gttchublisdc@gmail.com 
gtic.hybli@karnataka.gov.iny 


Hassan 


9141630306, 08172-240502 


| otc hassan@karnataka.gov.in 


Plot No.8, KIADB industrial Area, Near Dairy Circle, Hassan — 573 201. 
atic.hassan@gmail.com 


Kalaburgi 


9141630308, 8453302396 
08472-230084 


Mangaluru 


9141629595 


Mahatma Basaveshwara Road, Darshanapura Layout, Kalaburagi - 585 101. 


gltcglb@gmail.com 

gllc.gutbarga@karmataka.goy.in 

No.7E KIADB Indl. Area, Baikampadi, Forgan 575011 
Qgttcmng@gmail.com 

Qgtic.mangalore@karnataka.gov.in 


Kolar 


9141630317 
08152-222350 


Old DIC Building Premises, Kolar-563 101. 
gttcckolar@gmail 


Dandeli 


9141630323, 9845299278 
08284-230437 


IC Indl. Estate, Ambewadl, Dandeli - 581 325. 
cur 


Gouribidanur 


9141629597, 8904153606 


TT Prin 1st Phase, KIADB Industrial Area, Kudumalakunte, 
Hindupur Road, Gowribidanur-561208. 
gilcqowribidanuru@gmail.com 


Gundiupet 


9880800692 
08229-299344 


Harihara 


Dundasanapura, Hosur Road, Gundlupet-571 #11. 
allcgundilupet@gmail com 
Gitc.gundlupei@karnataka.goviin 


8711913947 
08192-243937 


Hosapete 


9902397658 
08394-232197 


Humnabad 


9141630321, 9481450351 
08483-271241 


Plot No.22C & D, KiADB Industrial Area, Harihara - 577 602. 
gttcharihar@gmail.com 

gtic.harihar@karnataka goin 

Harihara Road, Mariyammanahalli, Hosapete - 583201 
glichosapele@gmail.corm 

Plot No.127BB, KIADB Industrial Area, RTO Check Post, Humnabad-585 330 
slcbogunels com 


Kadur 


9141630320 
08267-214625 


9141629567 
080-27524561 


Ne Veda ತ ಬ 5H ನ Kadur-577 548. 
Qgttckadur@gmail.com 

gitc.kadur@karnataka. gov.in_ 

Sangama Road, Kanakapura-562 117, 
gttckanakapura@gmail.com 
Qttc.kanakapura@karnataka.govin 


Kudalasangama 


9141630314, 7411811916 
08351-268048 


Kudatasangama- -587 115. 
a@omal com 


Lingasugur 


Maddur 


9141629568 
08537-200611 


9141630305 
08232-236211 


Sarakari Thota, Koracekal Road, Lingasugur-584 122. 
gtlc lingasugur@gmail.com 

gitc.lingasugur@karnataka.gov.in 

Somanahalli,BM Road, Maddur-571 429. 
gttcmaddur@gmail.com 


Shivamogga 


21. 


22. | oc 


Tumkur 


914163031 3, 8711913947 
08182-246054 


Plot No.C38, RADE Are Area. Nid, Shivamogga-577 222 
gticshivamogga@gmail.com 
ttc.shivamoga@karnataka.gov.in 


914163022, 9742306166 
0816-2243396 


9141630309, 9972851277 
9482405201 


— 


Hirehalli Industrial Area, Tumkur-572168, 
gtictumakur@gmail.com 
gtic.tumkur@karnataka.gov.in 

Sy. No.326/A, Near Government Degree College, 
Nippani Road, Chikkodi-591 201 
gttcchikkodi@gmail com 


Giron Now Foti) 


“| Wish we had know about your capabilities and the Goldmine in our backyard. Excellent capabilities for which we hope to 
benefit, keep up the good work”. . 


Shiri SAM PHL ROIS 


ಅನುಬಂಧ-1ಸ 


Employment though Skill Training under Rajiv Gandhi Chaithanya Yojana 


SiNo District Name No. of students No.of candidates 
completed Training placed. 
1 Bagalkote 0 51 
2 Bengaluru Rural 182 113 
3 Bengaluru Urban 1155 699 
4 Belagavi 61 182 
5 Ballary 93 507 
6 Bidar 0 0 
7 Vijayapura 0 0 
[ Chamaraja nagar 0 0 
9 Chikkaballapura 337 282 
10 Chaikka mangaluru 0 27 
11 Chitradurga 0: 0 
12 Dakshina Kannada 0 0 
13 Dhavanegere 216 26 
14 Dharavada 0 0 
15 Gadag 0 52 
16 Kalaburagi 0 162 
17 Hassan 1265 1531 
18 Haveri 0 176 
19 Kodagu 0 0 
20 Kolar 467 1751 
21 Koppala 0 491 
22 Mandya 23 | 150 
23 Mysuru 445 0 
24 Ramanagar 0 0 
25 Raichur 0 0 
26 Shivamogga 0 175 
27 ‘Fumkuru 0 36 
28 Udupi 0 0 
29 Utter Kannada 0 18 
30 Yadagiri 0 46 
Total 4244 6712 


+ 


MoU singed and list of Candidates under DDUGKY 


Si. Name of Training Providers No. of students No.of 
No ' completed candidates 
Training placed. 
1 Laras Education Pvt.Ltd 1152 304 
2 Compson Facilities Management Pvt.Ltd 871 360 
3 Techno park advisor pvi.ltd 144 0 
4 Vasira advisor pvt ltd 3680 2428 
5 Sri ram new harozon Itd 592 16 
6 apparel Retail training and job solution 1786 1260 
7 | Qsec corps ltd 2774 621 
8 Avon Facilities Management Service Ltd 3117 1162 
9 Helios ached metexon in Bangalore ltd 
10 Coffee day Global Ltd 841 412 
11 Orion Edutech Pvt Ltd 3749 1670. 
12 IT Quote 2436 1200 
13 | ICA Skill Solution Pvt ltd 648 136 
14 Aptegq Ltd 3571 624 
1S ICA Edu Achils Pvt Ltd 971 291 
16 BVG India Ltd 553 253 
17 Team Lead Services Ltd 940 184 
18 Sahithi Systems Pvt Ltd 308 117 
19 Fidils Corporate Solution Pvt Ltd 794 603 
20 Nisa Industrials Sevice Ltd 429 165 
2] TTI global Pvt Ltd 735 395 
22 | Rural Shore Skill academy Pvt Ltd 511 221 
23 Malankar Social Services Society 140 71 
24 | Government Tool room Achid Training Centre 
25 Samarthanam Trust for the Disabled 342 109 
26 Himattsink Lines 206 55 
27 Vasira Advisors -2 174 61 
28 Orion Edutech Pvt Ltd-2 31 0 
29 Apollow Med skill Pvt Ltd 0 0 
30 | Apparel Retail Training and Job Solution -2 268 0 
31 Surya /wires Pvt Ltd 
32 CAD Max Solutions Pvt Ltd 68 0 
33 Vishwabharathi Educational Development 62 0 
Trust 
34 Cap Stone Facilities Management 69 0 
35 Moon Power Group Services India Pvt Ltd 0 0 
36 | Involet Institute of Technical Training Pvt Ltd 0 0 
37 Sri Manjunath Education Trust 0 0 
38 M.P.T.A Education Trust 
Total 31962 12718 
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NSOF Aligned MES Course 


List of Trades/Job role offered 
Duration of NSOF Level assigned 
Sl-No: Scheme Training (hours) | (trade/job role wise) 
MES Course Code Sector { Course 
Modular Employement 
1 Scheme (MES) AUR AUTOMOTIVE REPAIR 
l AUR 701 Basic Automotive Servicing 2 wheeler 3 wheeler 500 L 2 
2 AURT702 Basic Automotive Servicing 4 wheeler 500 2 
3 AUR703 Driver cum Mechanic 600 2 
4 AUR704 Bicycle and Tricycle repair 500 3 
5 AUR705 Repair & Overhauling of 2 wheelers & 3 wheeler 600 3 
6 AUR706 Repair & Overhauling of Chasis systems (LMV & 600 3 
HMV) 
7 AUR707 Repairing of Auto Electrical, Electronic and Air 600 3 
Conditioning System 
8 AUR708 Repair & Overhauling of engine system 600 3 
9 AUR709 Auto Body Repair Denting & Painting 600 3 
10 AUR710 Basic Car Servicing 1000 3 
I AUR 811 Automotive Service & Repair advance level-1 1000 3 
12 AUR8I12 Automotive Service & Repair advance level-2 1000 3 
13 AUR813 Automotive Service & Repair advance level-3 1000 3 
14 AUR 714 Driver LMV 600 - 
Ul 
2 BAN BANKING & ACCOUNTING 
BANI01 Accounting 450 3 
16 BAN103 Banking Sates Representative 180 3 
Id BAN 705 Business Corresspondent 500 
18 BAN202 Banking Associate | 300 
19 BAN104 Mutual Fund Associate | 200 
3 BEA BEAUTY CULTURE & HAIR DRESSING | 
2 BEA701 Beauty Therapy and Hair Styling level-1 | 500 2 
21 
BEA702 Beauty Therapy and Hair Styling level-2 | 500 2 


BEA703 Integrated Course in Hair, Skin and Make-Up 


Nail Technology 


Bridal Make-up Artist 


Beauty Advisor 


BEA704 
BEA705 
BEA706 
4 SPW SPA & WELLNESS 
26 SPW 701 Spa Therapy Level-1 
ಫಿ SPW 702 Spa Therapy Level-2 
SPW 703 Ayurveda Spa Therapist 
24 
3 SPW 704 Spa Management 
5 CHE CHEMICAL 
40 CHE101 Safety & General Awareness in Chemical Industry 
31 | CHE202 Process Attendant Chemical Plant 90 
6 ELE ELECTRICAL 
32 ELE701 Electrician Domestic 600 
33 ELE702 Electrician Transmission Line 800 
34 ELE703 Electrical Winder 600 
7 JEL INDUSTRIAL ELECTRICAL 


GARS0S 


Garment Packer! Ironer/ Fusing Technician 


GAR504 


Industrial Sewing Machine Technician 


35 | IEL 701 Electrician Industrial 700 3 
[ RNE RENEWABLE ENERGY WE 
4 RNE 701 Solar electric System Installer & Service Provider 500 3 
37 p ¥ 
py Solar Hot Water syatem installer (Domestic system ಜ್‌ 
XNE.702 upto 2000L)- including servicing 300 
38 RNE 805 Solar PV Technician 600 
3 RNE 703 Manufacturing Assistant - Solar Hot Water system 500 
9 ELC ELECTRONICS 
40 ELC701 Repair & Maintenance of Domestic Electronic 520 3 
| Appliances 
41 ELC702 Repair & Maintenance of Office Electronic 520 3 
Equipment 
42 ELC703 Repair & maintenance of Personal electronic devices 520 3 
43 ELC704 Operation & Maintenance of Physiotherapy 
Equipment 
44 ELC705 Operation & Maintenance of ECG & ICCU 
Instruments 
45 ಭ್‌ Operation & Maintenance of X-Ray Machine & 
ELC706 q 
Dark room Assistance 
4 
4 ELC707 Operation and Maintenance of clinical Equipment 
10 FAB FABRICATION 
47 FAB701 Arc and Gas Welder 
48 FAB702 TIG Welder 
49 FAB703 C02 Welder 
50 FAB706 Welder (Repair & Maintenance) 
51 FAB708 Pipe Welder (TIG & MMAW)} 
52 FAB209 Sheet Metal Worker (Panels, Cabins & Ducts)’ 
53 | FAB 704 ARC & MIG Welder 
11 GAR GARMENT MAKING 
54 | GAR501 Hand Embroider 
ಖಿ GAR502 Zig-Zag Machine Embroidery 
56 


GAR503 Apparel Finisher and Checker 
GAR506 Visual Merchandising 
GAR507 Omamentalist Bead work for Garments 
61 GAR509 Traditional Embroidery 
62 | GAR510 Zardosi Work 
0 | GAR511 Ormamentalist — Hand Work specialist- Applique 
04 GAR512 Ornamentalist - Hand Work specialist- Patch Work 
KN GAR901 Advance Apparel Manufacturing 
09 GAR804 | Apparel Manufacturing Technology -Woven 
0 GAR803 Apparel quality assurance & compliance 
68 GAR806 Textile design technology 
69 Apparel manufacturing technology- 
AR702 
SARI knits({ foundation) 
4 GAR601 Garment Construction Techniques 
71 | GAR 516 Tailor (Basic Sewing Operator) 
72 | GARS514 _| Surface Ornamentation Techniques 


4 p . 
3 
[EN pr GAR 517 Shin, Kurta & Safari Making 1200 
ls. . GAR 518 Trouser and Pyjama Making 1200 
| | 
[- GAR 519 Jacket, Jodhpuri & Sherwani making 1800 
76 GARS513 Ornamentalist — Hand Work spccialist-Combination 520 pl 
- of different skills — 
77 GAR701 Apparel pattern making Basie 520 
78 | GAR 620 Jacket, Jodhpuii & Sherwani making (with drafting 600 hrs 
& Cutting) 
1 GAR 621 Drafting in fabric & Cutting- shirt, safari and kurta 300 hrs 
80 GAR622 Drafting & Cutting - Trouser & Pyjama 300 hrs 
81 GAR 623 Drafting & Cutting - Jacket & Jodhpuri 400 hrs 
12 FAD FASHION DESIGN 
೧ 
82 FAD703 Assistant Fashion Sales & Showroom Representative 680 3 
KN ಸ FAD704 Apparel Ornamentalist Grade 1 400 
84 y FAD705 Batik Printing Specialist 500 
ಥು FAD706 Tie and Dye Specialist 500 
86 ] 
FAD707 Block Printer 500 
$7 FAD708 Accessories Designing 500 
ಶಿ FAD901 Advance fashion design 1040 
ಕ FAD801 ‘fashion design technology 1040 
3 FAD601 Retail Sales Associates 520 
2 ” FAD701 Software application in fashion design 580 
KN FAD709 Home Furnishing 680 
93 ಸ 
FAD710 Merchandising 680 
94 
ಣು FADT7I1 Export Documentation and procedure 680 
13 HOS HOSPITALITY 
95 HOS701 Cook (General) 520 
96 HOS 702 Cook (Continental) 520 
97 HOS703 Cook (Indian Cuisine) 520 
98 HOS704 Housekeeper 520 
9 HOS705 Hospitality Assistant 520 
100 HOS 709 Food & beverages Service 544 
101 HOS 610 Front office cum receptionist 520 
102 HOS 708 " Bartender 520 
14 | ICT INFORMATION AND COMMUNICATION 
: ನ TECHNOLOGY 
1CT70 Accounts Assistant using Tally 500 3 
1CT702 DTP and Print Publishing Assistant 500 3 
105 ICT703 Computer Hardware Assistant 500 3 
06 ICT 704 Computer Network Assistant 500 3 
107 1C7705 BPO- Non Voice 500 3 
104 ICT706 BPO Voice 500 
109 RE ಸ K 
ICT 707 Web Designing and Publishing Assistant 1000 3 
10 1CT708 Animation and Multimedia Assistant 1000 
1 
I) ICT 709 Media Developer Assistant 500 


15 MED MEDICAL AND NURSING W 
2 MEDI10I Bedside Assistant 450 
13 MED206 Dresser 270 3 
i14 MED124 Pharmacy Assistant 180 
KE ‘| MEDI Yoga Therapist [3 
16 MED133 Health Care Multipurpose Worker 500 
— 
17 MEDI34 Nursing Aides 500 
L 18 § MED237 Laboratory Assistant § 450 3 
19 | MED242 Laboratory Technician 450 
20 MEDI43 Assistant Diet Counsellor 500 [ 
[51 MED102 Basic of Anatomy & Physiology 300 
25 ‘| “MEDIO Dietician Assistant 270 
123 MED207 Midwifery Assistant 200 
124 MED208 Operation Theatre Technician 270 
125 IR T MEDI118 Dental Ceramic Assistant 120 
126 MEDI21 Dental Mechanic —T] 300 
127 MEDI122 Optician 120 — 
128 | MEDI | Naturotherapist- ] 360 
29 | MED132 Medical Record Technician 450 
ENR MED238 Dialysis Technician TT 270 
5) MED2A | Operation Theatre (OT) Technician 270 | 
16 PLA PLASTIC PROCESSING — 
L 132 PLA601 _| Injection Moulding Machine Operations (MMO) 1200 | 
777] W PLA602 Film Extrusion Machine Operations (FEMO) 800 
134 PLA610 Testing & quality for Hey materials & products 800 
_} k 
135 | PLA Basic Fitting & Measurement 120 
136 Pipe & Profile Extrusion Machine Operations 
PLA603 0 
| L _(PPEMO) | 
37 Blow & Roto Moulding Machine Operations - 
PLA604 (BRMO) 1000 
$ — 
13 _ PLA609 PVC pipe threading machine operations (PPTMO} 800 | 
39 maintenance of plastics processing machinery | 
PLA6I1 1000 
L [ _ _(MPPM) 
140 PLA701 plastics mould manufacturing (PMM} 1200 
4] Wi CNC lathe programming & operation for plastics 
PLA7 
| | LA703 industries (CNC-L) 1009 
42 CNC milling programming & operation for plastics 
PLA704 1 
7 | industries (CNC-M} 009 
[ 143 im PLA60S Plastics Recycling Machine Operations(PRMO) 1200 
17 MAN PRODUCTION AND MANUFACTURING 
744 MAN 701 Turning 600 E | 
45 MAN 702 CNC Tuming 500 3 
| 146 MAN 703 Milling 60 3 
47 MAN 704 CNC Milling 500 3 
7148 | MAN 705 I Drafiing (Mechanical) 500 
149 - MAN 706 Grinding 600 _| 
50 MAN 708 Quality Inspector 500 
18 REF REFRIGERATION & AIR CONDITIONING 
151 EF701 Repair and Maintenance of Conn! Air Conditioning |. 500 
52 REF 702 Refrigeration’ Air Conditioning! ventilation 560 
Mechanic { electrical Control) 
153 iE REF 703 r Repair and Maintenance of Refrigerator 500 
54 - EF 705 Repair & maintenance of Coolers 500 
55 REF 706 Repair and maintenance of Window and Split A.C 500 
1 1 
19 RET RETAIL - 
56 ET101 Sales Person ( Retail) 180 
157 | | ETI | Retail Operations To 


